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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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0. FOREWORD 



0»1 This Indian Standard was adopted by the 
Bureau of Indian Standards on 29 July 1988, 
after the draft finalized by the Photographic 
Materials Sectional Committee had been 
approved by the Chemical Division Council. 

02 This standard covers the sizes of paper in 
rolls for phototypesetting and photolettering 
devices. In formulation of this standard, 
considerable assistance has been drawn from 
ISO/DIS 6408 'Photography— Papers in rolls for 
phototypesetting and photolettering devices- 



Dimensions and labelling', issued by the Inter- 
national Organization for Standardization 
(ISO). 

0.3 In reporting the result of a test or analysis 
made in accordance with this standard, if the 
filial value, observed or calculated, is to be 
rounded off, it shall be done in accordance with 
IS : 2-1960*. 



*Rules for rounding off numerical values ( revised). 



1. SCOPE 

1.1 This standard specifies the sizes of paper in 
rolls for phototypesetting and photolettering 
devices. The method of marking packed paper 
has also been covered. 

2. DIMENSIONAL STABILITY 

2.1 The cutting dimensions and tolerances 
specified in this standard apply to the paper at 
the time of cutting. Dimensions may alter by 
permanent ageing or by temporary shrinkages 
or swelling because of changes in moisture 
content or temperature, depending upon the 
type of paper base. However, the dimensions of 
the paper at the time of opening the package, 
shall not vary by more than ± 0'2 percent from 
the cutting dimensions. 

3. SIZES 

34 The nominal and actual sizes of paper 
for phototypesetting and photolettering devices, 
in roll form, shall conform to the sizes given in 
Table 1. 

3.2 The length of the paper shall be as agreed 
to between the purchaser and the supplier. 

4. WINDING ORIENTATION 

4.1 The preferred winding orientation shall be 
emulsion in. 

5. SPLICES 

5.1 There shall be no splice on the paper. 



TABLE t SIZE OF PAPERS IN ROLLS 

FOR PHOTOTYPESETTING AND 

PHOTOLETTERING DEVICES 



{ Clause ZA) 



Sl 
No. 



(I) 

i) 
ii) 
iii) 

iv) 
v) 



Nominal 
Width 



(2) 
76-2 

lore 

152-4 
203-2 
457*0 



Actual Width 

< ^ , 

Min Max 

mm mm 

(3) 

75*7 
101-1 
151-6 
202-4 
455*4 



(4) 
76'2 

lore 

152-4 
203-2 
457*0 



6. GORE DIMENSIONS 

6*1 Length — The core length shall be equal to 
the nominal paper width with a tolerance of 
H- mm and — 10 mm. 

6.2 Internal Diameter — The internal dia- 
meter of the core shall be as agreed to between 
the purchaser and the supplier. 

7. MARKING 

7.1 Each package shall be marked with, besides 
other normal information, the nominal width of 
the paper contained in it. 

7.2 The packages may also be marked with the 
Standard Mark. 

No IE — The use of the Standard Mark is governed 
by the provisions of the Bureau of Indian Standards 
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Act 1986 and the Rules and Regulations made there- 
under. The Standard Mark on products covered by an 
Indian Standard conveys the assuamce that they have 
been produced to comply with the requirements of that 
standard under a well-defined system of inspection, 
testing and quality control which is devised and super- 
vised by BIS and operated by the producer. Standard 
marked products are also continuously checked by BIS 
for conformity to that standard as a further safeguard. 
Details of conditions under which a licence for the use 
of the Standard Mark may be granted to manufacturers 
or processors may be obtained from the Bureau of 
Indian Standards. 

7.3 Recommended series of quantities for 
packing are given in IS : 5381-1969*. 

8. SAMPLING 

8.1 Lot — All the rolls of same size produced 
under similar conditions shall be put together 
to constitute a lot. 

8»1.1 In order to ascertain the conformity of 
the lot to the requirements of this specifica- 
tion, sample shall be tested from each lot 
separately. 

8.2 Th? number of rolls to be chosen from the 
lot shall depend upon the size of the lot and 
shall be in accordance with col 1 and 2 of 
Table 2. 



TABLE 2 NUMBER OF ROLLS TO BE SELECTED 



Lot Sizb 

(0 

Up to 15 

16 to 25 

26 to 100 

101 and above 



No. OF Rolls to 
BE Selected 

(2) 
2 
3 
5 
8 



8.3 These rolls shall be chosen ^t random from 
the lot and in order to ensure the randomness of 
selection the procedure given in IS : 4905-1968* 
tnay be followed. 

8.4 Criteria for Conformity — All these 
aan^ples drawn in 8.3 shall be tested for 
dimensional stability, sizes, splices and core 
dimensions of the rolls. These tests shall be 
carried out only at the start of the roll. If any 
roll fails to satisfy any of these requirements, it 
shall be termed as defective. The lot shall be 
declared as conforming to these requirements if 
none of the samples fails. The lot shall be 
declared as conforming to the specification if 
it satisfied 8.4. 



•Qjiantity packaging of sensitized photographic 
materials. 



'Methods for random sampling. 
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